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Tv all whom it may concern: 

Be it known that I, Nreoua Testa, a citi- 
zen of the United States, residing at New 
York, in the county and State of New York, 
have invented certain new and useful Im- 
provements in Rotary Engines and Tur- 
bines, of which the following is a full. c'ear, 
and exact description. 

In the practical application of mechani- 
cal power, based on the use of fluid as the 
vehicle of energy, it has been demonstrated 
that, in order to attain the highest economy, 
the changes in the velocity and direction 
of movement of the fluid should be as 
gradual as possible. In the forms of appa- 
ratus heretofore devised or proposed, more 
or less sudden changes, shocks and vibra- 
tions are unavoidable. Besides, the employ- 
ment of the usual devices for imparting to, 
or deriving energy from a fluid, such as pis- 
tons, paddles, vanes and blades, necessarily 
introduces numerous defects and limitations 
and adds to the complication, cost of pro- 
duction and mAintenance of the machines. 


pelled in the direction of movement. These 
effects, in themselves, are of daily observa- 
tion, but I believe that I am the first to ap- 
ply them in a practical and economical man- 
ner in the propulsion of fluids or in their 
use as motive agents. 

In an application filed by me October 
21st, 1909, Serial Number 523,832 of which 
this case is a division, I have illustrated the 

oe underlying my discovery as em- 

odied in apparatus designed for the pro- 
pulsion of fluids. The same principles, how- 
ever, are capable of embodiment also in 
that field of mechanical engineering which 
is concerned in the use of fluids as motive 
agents, for while in certain respects the 
operations in the latter cnse are directly 
opposite to those met with in the propul- 
sion of fluids, and the means employed 
may differ in some features, the fundamen- 
tal laws applicable in the two.cases are the 
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may be substantially straight. For the sake 
of clearness, but a few disks, with compara- 
tively wide intervening spaces, are illus- 
trated. 

The runner is mounted in a casing com- 
prising two end castings 19, which contain 
the bearings for the shaft 16, indicated but 
not shown in detail; stuffing boxes 21 and 
outlets 20. ‘The end castings are united by 
a central ring 22, which is bored out to a 
circle of a slightly larger diameter than that 
of the disks, and has flanged extensions 23, 
and inlets 24, into which finished ports or 
nozzles 25 are inserted. Circular grooves 26 
and labyrinth packing 27 are provided on 
the sides of the runner. Supply pipes 2S. 
with valves 29, are connected to the flangeil 
extensions of the central ring, one of the 
valves being normally closed. 

Fot a more ready and complete under- 
standing of the principle of operation it is 
of advantage to consider first the actions 
that take place when the device is used for 
the propulsion of fluids for which purpose 
let it be assumed that power is applied to 
the shaft and the runner set in rotation say 
in a clockwise direction. Neglecting, for the 
moment, those features of construction that 
make for or against the efficiency of the de- 
vice as a pump, as distinguished from a mo- 
tor, a fluid, by reason of its properties of 
adherence and viscosity, upon entering 
through the inlets 20, and coming in contact 
with the disks 13, is taken hold of by the 
latter and subjected to two forces, one act- 
ing tangentially in the direction of rotation, 
and the other radially outward. The com- 
bined effect of these tangential and centrifu- 
gal forces is to propel the fluid with con- 
tinuously increasing velocity in a spiral path 
until it reaches a suitable peripheral outlet 
from which it is ejected. This spiral move- 
ment, free and undisturbed and essentially 
dependent on the properties of the fluid, per- 
mitting it to adjust itself to natural paths 
or stream lines and to:chamge its velocity and 
direction by insensible degrees, is a charac- 
teristic and essential feature of this principle 
of operation. 

While traversing the chamber inclosing 
the runner, the particles of the fluid may 
complete one or more turns, or but a part 
of one turn, the path followed being capnble 
of close calculation and graphic representa- 
tion, but fairly accurate estimates of turns 
can be obtained simply by determining the 
number of revolutions required to renew the 
fluid passing through the chamber and mul- 
tiplying it by the ratio between the mean 
speed of the fluid and that of the disks. I 
have found that the quantity of fluid pro- 
pelled in this manner, ts, other conditions be- 
ing equal, approximately proportionate to 
the active surface of the runner and to its 
effective speed. For this reason, the per- 


formance of such machines augments at an 
exceedingly high rate with the increase of 
their size and speed of revolution. 

The dimensions of the device as a whole, 
and the spacing of the disks in any given 
machine will be determined by the conditions 
and requiréments of special cases. It may 
be stated that the intervening distance should 
should be the greater, the larger the diameter 
of the disks, the longer the spiral path of 
the fluid and the greater its viscosity. In 
general, the spacing should be such thal. the 
entire mass of the fluid, before leaving the 
runner, is accelerated to a nearly wniform 
velocity, not much below that of the periph- 
ery of the disks under normal working con- 
ditions, and almost equal to it when the out- 
let is closed and the particles move in con- 
centric circles, 

Considering now the converse of the above 
described operation and assuming that fluid 
under pressure be allowed to pass through 
the valve at the side of the sohd arrow, the 
runner will be set in rotation in a clockwise 
direction, the fluid traveling in a spiral path 
and with continuously diminishing velocity 
until it reaches the orifices 14 and 20, through 
which it is discharged. If the runner be al- 
lowed to turn freely, in nearly frictionless 
bearings, its rim will attain a speed closely 
approximating the maximum of that of the 
adjacent fluid and the spiral path of the 
particles will be comparatively long, consist- 
ing of many almost circular turns. If load 
is put on and the runner slowed down, the 
motion of the fluid is retarded, the turns are 
reduced, and the path is shortened. 

Owing to a number of causes affecting the 
performance, it is difficult to frame a precise 
rule which would be generally applicable, 
but it may be stated that within certoin 
limits, and other conditions being thr same, 
the torque is directly proportionate to the 
square of the velocity of the fluid relatively 
to the runner and to the effective area of the 
disks and, inversely, to the distance separat- 
ing them. The machine will, generally, per- 
form its maximum work when the effective 
speed of the runner is one-half of that of the 
fluid; but to attain the highest economy, the 
relative speed or slip, for any given perform- 
ance, should be as small as possible. This 
condition may be to any desired degree ap- 
proximated by increasing the active area of 
and reducing the space between the disks. 

When apparatus of the kind described is 
employed for the transmission of power cer- 
tain departures from similarity between 
transmitter and receiver are necessary for 
securing the best results. It is evident that, 
when transmitting power from one shaft to 
another by such machines, any desired ratio 
between the speeds of rotation may be ob- 
tained by a proper selection of the diame- 
ters of the disks, or by suitably staging the 
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transmitter, the receiver or both. But it | the supply. But the transition from purely 


may be pointed ont that in one respect, at 
least, the two machines are essentially dif- 
ferent. In the pump, the radial or static 
pressure, due to centrifugal force, is added 
to the tangential or dynamic, thus increas- 
ing the effective head and assisting in the 
expulsion of the fluid. In the motor, on the 
contrary, the first named pressure, being op- 
osed to that of supply, reduces the effective 
1ead and the velocity of radial flow toward 
the center. Again. in the propelled machine 
a great torque is always desirable. this eall- 
ing for an increased. number of disks and 
smaller distance of separation, while in the 
propelling machine. for numerous economic 
reasons. the rotary effort should be the small- 
est and the speed the greatest. practicable. 
Many other considerations, which will nat- 
urally suggest themselves, may affect the de- 
sign and construction, but the preceding is 
thought to contain all necessary informa- 
tion in this regard. 

In order to bring out a distinctive feature. 
assume, in the first place, that the motive 
medium is admitted to the disk chamber 
through a port. that is a channel which it 
traverses with nearly uniform velocity. In 
this case, the machine will operate as a 
rotary engine, the fluid continuously ex- 
panding on its tortuous path to the central 
outlet. The expansion takes place chiefly 
along the spiral path, for the spread in- 
ward is opposed by the centrifugal force 
due to the velccity of whirl and by the great 
resistance to radial exhaust. It is to. be ob- 
served that the resistance to the passage of 
the fluid betweén the plates is, approxi- 
mately. proportionate to the square of the 
relative speed. which is maximum in the 
direction toward the center and equal to 
the full tangential velocity of the flnid. 
The path of least resistance, necessarily 
taken in obedience to a universal law of 
motion is, virtually, also that of least rela- 
tive velocity. Next, assume that the fluid 
is admitted to the disk chamber not through 
a port, but a diverging nozzle. a device coa- 
yerting wholly or in part, the expansive into 
velocity-energy. The machine will then 
worl rather like a turbine, absorbing the 
energy of kinetic momentum of the particles 
as they whirl, with continuously deercasing 
speed, to the exhaust. 

The above description of the operation. I 
may add, is suggested by experience and ob- 
servation, and is advanced merely for the 
purpose of explanation. The undeniable 
fact is that the machine does operate. both 
expansively and impulsively. When the ex- 
pansior. in the nozzles is complete, or nearly 
so, the fluid pressure in the peripheral clear- 
ance space is small; as the nozzle is made 
less divergent and its section enlarged, the 
pressure rises, finally approximeting that of 


impulsive to expansive action may not be 
continuous throughout, on account of criti- 
cal states and conditions and comparatively 
great variations of pressure may be caused 
by small changes of nozzle velocity. 

In the preceding it has been assumed that 
the pressure of supply is constant or con- 
tinuous, but it will be understood that the 
operaticn will be, essentially the same if the 
pressure be fluctuating or intermittent, as 
that due to explosions occurring in more or 
less rapid succession. 

A. very desirable feature, characteristic of 
machines constructed and operated in ac- 
cordance with this invention, is their capa- 
bility of reversal of rotation. Fig. 1, while 
illustrative of a special case, may be re- 
garded as typical in this respect. If the 
right hand valve be shut off and the fluid 
supplied through the second pipe, the runner 
is rotated in the direction of the dotted ar- 
row, the operation, and also the performance 
remaining the same as before, the central 
ring being bored to a circle with-this purpose 
in view. The same result may be obtained 


in many other ways by specially designed 


valves, ports or nozzles for reversing the 
flow, the description of which is omitted 
here in the interest of simplicity and clear- 
ness. Jor the same reasons but one opera- 
tive port or nozzle is illustrated which might 
be adapted to a volute but dees not fit best 
a circular bore. It will be understood that 
a number of suitable inlets may be provided 
around the periphery ‘of the runner to im- 
prove the action and that the construction 
of the machine may be modified in many 
ways. 

Still another valuable and probably 
unique quality of such motors or prime mov- 
ers may be described. By proper construc- 
tion and observance of working conditions 
the centrifugal pressure, opposing the pas- 
sage of the fluid, may, as alrendy indicated, 
be made nearly equal to the pressure of sup- 
ply when the machine is running idle. If 
the inlet section be large, small changes in 


‘the speed of revolution will produce: great 


differences in flow which are further en- 
hanced by the concomitant variations in the 
length of the spiral path. A self-regulating 
machine is thus obtained bearing a striking 
resemblance to a direct-current electric mo- 
tor in this respect that, with great ditferences 
of impressed pressure in a wide open chan- 
nel the flow of the fluid through the same is 
prevented by virture of rotation, Since the 
centrifugal head increases as the square of 
the revolutions, or even more rapidly, and 
with modern high grade steel great periph- 
eral velocities are practicable, it is possible 
to attain that condition in a single stage 
machine, more readily if the runner be of 
lurge diameter. Obviously this problem is 
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facilitated by compounding, as will be un- 
derstood by those skilled in the art. Irre- 
spective of its bearing on economy, this tend- 
ency which is, to a degree, common to 
motors of the above description, is of special 
advantage in the operation of large units, as 
it affords a safeguard against running away 
and destruction. Besides these. such a prime 
mover possesses many other advantages, both 
constructive and operative. It is simple, 
light and compact, subject to but little wear, 
cheap and exceptionally easy to manufac- 
ture as small clearances and accurate milling 
work are not essential to good nerformance. 
In operation it is reliable, there being no 
valves, shding contacts or troublesome vanes. 
It is almost free of windage, largely inde- 
pendent of nozzle efficiency and suitable for 
high as well as for low fluid velocities and 
speeds of reyolution. 

It will be understood that’ the principles 
of construction and operation above gvener- 
ally set forth, are capable of embodiment in 
machines of the most widely different forms, 


und adapted for the greatest variety of pur- 
poses, In my present specification T have 


cought to describe and explain only the gen- 
eral and typical applications of the principle 
which I talere Iam the first to realize and 
turn to useful account. 

What I claim is: 

1, A machine adapted to be propelled by 
a fluid consisting in the combination with a 
casing having inlet and outlet norts at the 
peripheral and central portions, respectively, 
of a rotor having plane spaced surfaces be- 
tween which*the, fluid may flow in natural 
spirals and by adhesive and viscous action 
impart its enerev of movement to the rotor, 
as described, 5 

2. A machine adapted to be propelled by 
a fluid, comprising a rotor composed of a 
plurality of plane spaced disks niounted on a 
shaft and open at or near the same, an in- 
closing casing with a peripheral inlet or in- 
lets, in the plane of the disks, and an outlet 
or outlets in its central portion, as described. 
- 3, A rotary engine adapted to be propelled 
by adhesive and viscous action of a continu- 
ously expanding fluid comprising in combi- 


‘nation a casing forming a chamber, an inlet 


or inlets tangential to the periphery of the 
same, and an outlet or ontlets in its central 
portion, with a rotor composed of spaced 
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disks mounted‘on a shaft, and open at or. 


near the same, as dlescribed.: 

4. A machine adapted to be propelled by 
fluid, consisting in the combination of a plu- 
rality of disks mounted on a shaft and open 
at or near the same, and an ‘inclosing casing 


with ports or passages of inlet and outlet: 


at the peripheral and central: portions, re- 
spectively, the disks being spaced to form 
passages through which the fluid may flow, 
under the combined influence of radial and 


tangential forces, in a natural spiral path. 


from the periphery toward the axis of the 


disks, and impart its energy of movement to- 


the same by its adhesive and viscous action 


‘thereon, as set forth. 


5. A machine adapted to be propelled by 
a fuid comprising in combination a plural- 
ity of spaced disks rotatably mounted and 
having plane surfaces, an inclosing casing 
and ports or passages of inlet and outlet ad- 


_jacent to the periphery and center of the 


disks, respectively. as set forth, 

6. A machine adapted to ve propelled by a 
fluid comprising in combination a. runner 
composed of a .plurality of disks having 
plane surfaces and mounted at intervals on 
a central shaft, and formed with openings 
near their centers, anc means for admitting 
the propelling fluid into the spaces between 
the disks ut the periphery and discharging it 
at the center of the same, as set forth. 

7. A thermo-dynamic conyerter, compvis- 
ing in combination a series of rotatably 
mounted spaced disks with plane surfaces, 
an inclosing casing, inlet ports at the pe- 
ripheral portion and outlet ports leading 
from the central portion of the same, as set 
forth, 

8. A thermo-dynamic converter, compris- 
ing in combination a series of rotatably 
mounted spaced disks with plane surfaces 
and having openings adjacent to their cen- 
tral portions, an inclosing casing, inlet ports 
in the peripheral portion, and outlet ports 
leading from the central portion of the same, 
as set forth. 

In testimony whereof T affix my signature 
in the presence of two subscribing witnesses. 


NIKOLA TESLA. 
Witnesses: 


M, Lawson Dyen, 
War. Bowvener, 


ar 


55 


60 


65 


70 


75 


80 


85 


90 


-95 


100 


TESLA TURBINE #393 


Copyright 1996 - 2003 


Photo’s a customer sent in of his Turbine 


TESLA TURBINE #393 


Copyright 1996 - 2003 


